FIRST  CHURCH  OF  CHRIST.  CONGREGATIONAL 


NORTHAMPTON.  MASS. 


First  Church  of  Christ  Congregational.  North 
Hampton,  Mass..  was  founded  in  1661.  and  it 
was  here  that  Jonathan  Edwards  preached  for  2  3 
years,  from   1  727  to   1  750. 
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